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THE SANDSPUR RALLY A 
WONDERFUL SUCCESS 


V 

(By M, E. Backus) 

They say the early bird gets the 
worm, but this one did not, not even 
a “wooly” one l At the first house in 
my alio ted district, the gentleman 
pounced upon me about other matters 
and I was hardly seated when the 
door bell rang. He went to the door, 
and meanwhile I thought I heard fa¬ 
miliar voices but paid no particular 
attention. However, when mine host 
came back he announced that he had 
been “stuck” for a subscription to 
the Sandspur! I!! ? 7 (Fan me with a 
brick) Well, I explained that that 
was what I had originally came for, 
and that the other party was evident¬ 
ly on the wrong street, but as it was 
all for the same cause (and it let me 
out of any more—exertion!) I did 
not “go after ’em" 

But to begin at the beginning: Last 
Tuesday, as you know, was appointed 
as “The Sandspur Rally Day” and a 
mass meeting was held after chapel 
in Knowles Hall, which promised to 
bring forth great things* And it did. 
Geraldine Clark presided, and the first 
speaker was “Prof.” A. J. Hanna. He 
made a strong appeal to the students 
for the loyal support of the Sandspur. 
He said “We must have a lively, in¬ 
teresting, weekly, spelled 'weekly/ 
not * weakly/ " 

Then Annie Stone cajoled us to 
“Get out and take our ‘pep 1 along 
with us, not, to back down and leave 
the paper in the lurch,” which re¬ 
minded her of a story which “as is”— 
a ventriloquist was standing talking 
with a friend one day, when he saw 
a negro coming along leading a large 
turtle by a string. Says he, “Watch 
me have some fun with Mose.” So 
when the darky was near to them a 
voice was heard in the direction of 
the turtle saying, “Mose what yo' 
g'win do wid me?” Mose walked a 
little faster. Then again came the 
voice, “Mose what yo' g'wine do wid 
me?” Mose quickly dropped the string 
and said as he started to run, *Tse 
g'win to drop yo'. right whar yo' is!” 
Annie's moral was: “Don't drop the 
Sandspur.” 

Next “Gym” Greene gave us the 
particulars of the campaign—namely, 
the members of each squad and their 
leaders—Each squad was given a cer¬ 
tain district to canvass, which they 
did quite thoroughly. 

The crowd got back to Knowles 
about five o'clock, after a successful 
campaign; the number of subscrip¬ 
tions amounting to fifty. Miss Rus¬ 
sell's squad claims the largest num¬ 
ber. 

If this report does not prove the 
splendid, loyal spirit of the college 


SONG RECITAL MONDAY 

iS - 

One of the greatest musical treats 
of the year will be the recital by 
Madame^Brune-Marcusson at Knowles 
Hall next Monday evening, Madame 
Marcusson is a noted soprano and 
oth students and faculty are delighted 
at the opportunity to hear her sing. 

The program is as follows: 


I 

Vedrai Carmo__ Mozart 

I've Been Roaming--Horn 

Have You Seen But a White Lillie 

Grow -_..___Old English 

Spenneriiedchen _ Reimann 

II 

Der J^sra_ ^Rubinstein 

Hark! Hark! the Lark _._Schubert 

Gretehen Am Spinnrade Schubert 

III 

The Cave __ ..Schneider 

Awakening__ Mason 

IV 

Aria. “One Fine Day” _Puccini 

(Madam Butterfly) 

V 

The Starling __ Lehmann 

The Yellowhammer _ Lehmann 

The Owl__ Lehmann 


Your special attention is called to 
the new Rollins Hymn which Prof, 
Palmer has recently composed and 
contributed to the Sandspur. This 
hymn is a great tribute to Rollins 
and should be learned and sung by all 
students, A mass meeting will be 
held immediately after chapel Tues¬ 
day morning, January IS, at which 
time this new song will be learned 
and sung. Cut it out of your Sand¬ 
spur, or bring your Sandspur to 
chapel, and let's learn it* 


We regret very much to announce 
in this issue that one of our best men 
met with a serious accident while do 
ing stunts in the gymnasium last Sat¬ 
urday—Warren Ingram while exercis¬ 
ing on the traveling rings fell to the 
floor bringing with him one of the 
heavy iron rings which crushed his 
left thumb and split his chin. The 
physician found it necessary to ampu¬ 
tate the end of the thumb. 


just try to show us something better. 

Don't tell us we can't, there is no 
such word in the dictionary. We 
Can and we Will reach the top of 
the ladder (of fame or any other 
kind.) We're here to win, we're go¬ 
ing to win, for this is dear old Rol¬ 
lins' day. 

Note:—Since the above was written 
eleven more subscriptions have come 
in making a total of 61 new subscrip¬ 
tions for the week. 


THE FIRST BASKET BALL GAME 


The first girls' basket ball game of 
the season will be played in Lyman 
Gymnasium, Wednesday evening, Jan¬ 
uary 19th, The game is to be be¬ 
tween Sanford High School and Rol¬ 
lins College. While it is the first 
game of the season much interest is 
being shown and it is hoped that a 
large crowd will be out to root for 
the team. The team will probably 
line up as follows: Annie Stone, Ver- 
ga West, guards; Florence Sherman, 
Florence Stone, centers; Gertrude 
Hall and Idabel Edwards, forwards. 

DR. LENHA^T ON "OPPORTUN- 
ITY” 


Tuesday evening at dinner it was 
announced by James I. Noxon, Re¬ 
ligious Chairman of the Young Men's 
Christian Association, that the young 
men of the college would be given 
an opportunity to hear about oppor¬ 
tunity, and so it came to pass. The 
young men gathered in the Lyman 
Gymnasium at 6:45 p. m. and were 
addressed by Prof. Walter M, Len- 
hart, Director of the Rollins School 
of Business. Benjamin C, Shaw, '18, 
was the leader of the evening. 

Prof. Lenhart is much admired and 
very popular with the students of the 
college, and a good sized gathering 
was present to gree^Jrim, He made 
his subject, “Opportunity” unusually 
interesting with interpolations of dry 
humor for which his talks are noted. 

In speaking of advice which he said 
was so universally prevalent, he witt- 
ly remarked: “Nine men out of 
every ten go to a parson for advice; 
the other one goes there to be mar¬ 
ried or to be buried,” Prof. Len¬ 
hart spoke of the need of business 
ability in every department of life, 
and laid special emphasis upon the 
basis of a successful business career, 
observation. He then spoke in detail 
of the many and inestimable oppor¬ 
tunities open to the young men of to¬ 
day, and closed his address by refer¬ 
ring to the particular opportunities 
for Christian work. 


On Saturday, January I, 1916 
Miss Lida Peek Bronson, formerly a 
very popular student at Rollins, was 
married to Mr. Edgerion Cooper 
Cooley in Ishpening, Mich. Mr. and 
Mrs, Cooley will reside in Columbus, 
Ohio. 


Margaret Rogers who has been suf¬ 
fering with grippe for several days 
has partially recovered and will soon 
be able to resume her studies in the 
school of art. 


Friends of Rose Powers are sorry 
to hear that she has a severe case 
of la grippe. We are hoping for her 
speedy recovery. 


AT KNOWLES HALL LAST EVENING 


Before one of the largest audiences 
of the season A. H, Ranous, a gifted / 
baritone, of Chicago gave a song re-'-' 
cital at Knowles Hall^last evening. 
Mr, Ranous' numbers were interprted 
with a strength and smoothness of 
tone which is seldom heard and his 
work was greatly enjoyed by all pres¬ 
ent, Mrs. Helen O'Neal Palmer gave 
the piano accompaniments in her 
usual gifted style, and the organ ac- 
campaniment to the third number on 
the program was rendered perfectly 
by Miss Dennison. 

The program follows: M 

1. Where'er You Walk “Semele” 
(Handel), 

2. a. Request (Franz); b. To None 
Wilt ! My Love (Strauss); e. Devo¬ 
tion (Strauss); d, Shall We Not Love 
(Rudolphe Ganz). 

3. Aria—It Is Enough “Elijah” 
(Mendelssohn); Miss Dennison, or¬ 
ganist. 

4. a. Mother 0' Mine (Tours); b. 
Noon and Night (Hawley); e, Invic- 
tus (Huhn); d. How's My Boy (Ho¬ 
mer). 

6, a. I Love My Jean (Lulu Jones 
Dowming); b, His Buttons Are 
Marked U. S. (Carrie Jacobs-Bond); 
c. Po' Li I' Lamb (Carrie Jacobs- 
Bond); d. The Ringers (Lohr), 

KNOWLES HALL VESPERS L 


Dr. John B, Ley, pastor of the First 
Methodist church of Orlando was the 
speaker at the Sunday afternoon 
Vesper service held in Knowles Hall, 
January 9. The musical part of the 
service added materially to the en¬ 
joyment of those present. It consist¬ 
ed of two organ numbers by Miss 
Isabel E. Denison, Instructor in Pipe 
Organ in the Rollins School of Music, 
and two beautiful solos exquisitely 
sung by Miss Eva C. McQuaters, '13, 
who is studying voice under Prof. 
Pope. Miss McQuater's songs were 
“Here, 0 Lord” (Woller) and “I Will 
Exalt Thee.” 

Dr. Ley took for his subject “The 
Dead Line” and discussed in an at¬ 
tractive manner the statement made 
by Dr. Ossler, of Johns Hopkins Uni¬ 
versity, that people should be cholo- 
formed at sixty years of age. His 
conclusion was that “A man has only 
reached the dead line when there is 
for him no further vision,” 


Harry Edwards is singing with the 
Metropolitan quartette now touring 
through southern Alabama, Georgia, 
and Mississippi. Mr, Edwards was 
the baritone soloist on the first Glee 
Club at Rollins. 


Mrs. Berkley Blackman is spending 
a fortnight with Mr. and Mrs. Dr. 
Blackman at the college bungalow 
while Mr, Berkley Blackman is away 
on a trip to Gainesville. 
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SATURDAY, JANUARY 15, 1916 . 


The nineteenth of this month is the 
anniversary of the birth of one of 
America's most famous men, Robert 
E. Lee. It is well that we should 
briefly review his life at this time, 
Lee was bom in Virginia, and was 
educated at West Point After his 
graduation he was engaged in the 
Mexican war, where he won distinc¬ 
tion for his bravery* After the war 
he was employed in engineering work 
at Washington and Baltimore. Later 
he served for three years as superin¬ 
tendent of West Point* 

At the time of the outbreak of the 
Civil war he was colonel of the first 
United States Cavalry, 

His career in the old army ended at 
the secession of Virginia from the 
Union. Although he was averse to 
secession he felt it his duty to con¬ 
form to the action of his native state. 
He, accordingly, refused all offers of 
promotion in the Union army and re¬ 
signed his position as colonel. He 
then entered the Confededate army, 
where he was appointed immediately 
to a high and responsible position. He 
was soon commander-in-chief of the 
Confederate army. 

It is not necessary to review the 
long and bloody contest to follow 
Lee's career. It is truly said, “Little 
can be said of Lee's career as a com¬ 
mander-in-chief that is not an in¬ 
tegral part of the history of the 
civil war*" His influence was felt 


throughout the course of the whole 
struggle. 

All of Lee's friends, and foes ac¬ 
knowledged his great military abili¬ 
ty and the sincerity and purity of his 
motives. He was much beloved by all 
for the virtues of his private life; 
his true Christian spirit, and the loy¬ 
alty with which he accepted the ruin 
of his party. 

After the war he served for the 
remainder of his life as president of 
Washington and Lee University. 


It as gratifying to the Sandspur to 
know that its recent editorial on col¬ 
lege yells and songs is bearing fruit. 
Let us keep up the interest in this 
line of loyalty; make up new yells, 
compose new songs, and send them 
to the Sandspur for publication. 



What could be more fitting in this 
southmost state than an observance 
of the birthday of General Robert E. 
Lee on Wednesday, January 19? It 
,is agreed by all authorities both pro 
and con, that General Lee's ability 
and character were unapproachable. 
His name is admired in all sections; 
he is a national hero. Let us honor 
such a man! 


We wish to thank our friends in 
the town for their interest in our coL 
lege paper. The result of the Sand¬ 
spur Rally is very gratifying, and 
we sincerely appreciate their hearty 
response. We hope that they may 
find that the paper carries out one of 
its highest purposes, of bringing the 
town and college into as close touch 
and cooperation as possible. As an¬ 
nounced in another article in the pa¬ 
per we received fifty subscriptions. 

L THE SUNNY SIDE 
“ 'Tis the mind that makes the body 
rich." 

But it is the happy heart that 
gives the world its sunshine. It 
seems gifted with a magic touch “to 
warm the hearts of lonely mortals." 
The very spirit of its cheerfulness is 
catching, Pollyanna-like, and after all, 
it is the energy, the life that we put 
into our work that makes it really 
worth while in what should be our 
greatest aim, to make the world 
brighter, better, by our living in it, 
/There are “breathing" men and wom¬ 
en all about us who get up in the 
morning to do their daily work and 
“must be cheered and helped onward 
by our fellow-feeling and fo robes r- 
ance/' It is needful that these fellow- 
mortals be accepted as they are, that 
they be tolerated, pitied and loved. 
Yet from each of these come deeds of 
goodness, and thru these glimpses of 
light we may discern the ideal world 
in the actual one. Then let us put 
away all doubts and dislikes, all 
hatred and despair. The happy heart 
has not time for such. “So, if we have 
pain, let us hide it; if others have 
sorrow, be quick to relieve it. Then * 
let us smile for life is full of joy; j 
that joy which is based on work and 
health and love/'-^S. M, '18. 

Please notify the circulation man¬ 
agers if you do not get your Sand- ' 
spur promptly, I 
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MURRY S. KING 
Architect 

Rooms 22-23 Watkins Block 
ORLANDO, FLA. 

44*444444 

* 444 * 44*4 

********* 

GEO. A. HUTCHINSON 
Gene'1 Insurance 

Rooms 4-6 Watkins Block 
Phone 700 Orlando, Fla. 

********* 

********* 

W. H, SCHULTZ 
“The New Store” 

Walk-Over Shoes—Men's 
Wear, Agents “Royal Tailors" 

WINTER PARK 

********* 

********* 

WINTER PARK PHARMACY 
Ben Freer, Mgr. 


STATIONERY 

******* * * 

********* 

F, W. SHEPHERD 
Staple and Fancy Groceries 
THE CORNER STORE 

********* 


**** ***** 


J. L WALSH 
JEWELRY 

Jewelry You Can Rely On 


Makes the best and most last¬ 
ing of all gifts. Our Collection 
in so varied that you can 
select any intended gift at any 
price limit you may set. And 
above all you can be confident 
of getting jewelry about 
whose quality there can be no 
question. You'll have no 
cause to be ashamed of your 
gift either now or later on. 
Our jewelry stays good. 


REPAIR WORK A 


SPECIALTY 


*|* 
* * 



********* 

J. B. LAWTON 

Orlando, Florida 

Doer of Things In Ink 
On Paper 

*** ****** 


** * ****** 


THE NEW SEMINOLE 
MEAT MARKET 


Has Opened Under New 
Management 

We handle Florida and West¬ 
ern We#ts, Oysters, 

Vegetables. A share of your 
business is earnestly solicited. 

//.vU ll I WrfklKv 

********* 


********* 

LITTLE BEAUTIES 

That's what students call our 
latest little folders, and the 
low rat at which we make 
them for “Rollins" admit of a 
liberal exchange among 
friends. See Them at 

THE SIEWERT STUDIO 

Schultz Bnuilding 

WINTER PARK 


******** * 


*** ****** 

J. E. MILLER'S 
Barber Shop 

Two chairs. All modern con¬ 
veniences, electric massageing. 
All work guaranteed. 

WINTER PARK, FLA 

+ + ** + * + ** 



********** 

* 

M. W. LAWTON + 

+ 

Staple and Fancy Groceries + 
Corner Park and N, Eng, Ave. + 

********** 


********** 

+ 

G. S. Deming Dr. C, E. Coffin * 
DEMING & COFFIN 4 
WINTER PARK, FLA + 
Real Estate, Town Property 4 
and Farms For Sale or Rent, 4 

* 

* ********* 


********** 

4 

ORLANDO STEAM 

LAUNDRY * 

+ 

LAUNDERERS 4 

French Dry Cleaners 4 

4 
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A Real “Fish Story” 

(By Byron Lee Huntsman) 


It has often been said that there 
was no good fishing around Winter 

Park. 

This I do not believe to be true as 
there are some very good fish in our 
lakes which can be caught very easily 
by an experienced fisherman* 

There are three ways by which a 
very great number are caught in the 
Florida lakes* 

The first is still fishing by which 
way probably the greater number are 
caught and this method is also con¬ 
sidered most exciting* 

The second is casting by which way 
a very large number of bass are 
caught, and is considered by many 
leading fishermen to be the hardest 
way of fishing* 



(/ Fishing on Lake Virginia 


The third is trolling, otherwise 
known as the lazy man's way of fish¬ 
ing. 

I will only describe one fishing 
trip that I went on* 

At four o'clock in the morning I 
was awakened from dreamland by a 
hand gently tapping me on the should¬ 
er, I woke with a start to find it 
was only Ballard who had come to 
wake me up to go fishing, after much 
urging I got up and in some way 
managed to get dressed. After gath-, 
ering up all of our fishing tackle we 
started for the boat house and in a 
few minutes we were on our way to 
the favorite fishing ground. 

When we were about half way Mal¬ 
lard discovered that we had left the 
fishing pole in the room, so it was 
necessary for us to return. After 
many delays we at last arrived at 1 
our destination just as the sun was 
rising in the east. 

It has been said that the early bird 
catches the worm but this was not 
our case for we fished for about half 
an hour before we found any fish that 
were up for the day. At last we caught 
one that weighed about 3 1-2 pounds, 
which is a very good size bass. By 
this time we could see fish striking 


around the boat in all directions, hut 
we could not get any of them to bite 
our bait. 

However it was not very long be¬ 
fore they began to strike very fast 
and in the next two hours we had a 
fine string of black bass* * 

It has often been said that a fish¬ 
erman has a great deal of trouble, 
we had ours, for the very next fish 
that was caught, broke the pole to 
such an extent that it was impossible 
to fix it again. 

it is said of fisherman that 
all. have their own fish story to tell. 
So we have, the largest one we 
caught was hooked under the fin, 
which is a very rare occurence* 

The writer has been out seven 
times this year most of them after 
three o'clock in the morning and has 
caught eighty two Mack bass. This 
should prove beyond any doubt at all 
that there is very good fishing around 
Winter Park, 


Choice of Champions 



The Wright & Hit son Trademark 
will invariably be found on 
The Athletic Supplies used by 
The Champions. 

For superior articles for all ath¬ 
letic sports insist upon those 
bearing the Wright & Ditson 
Trade Mark. 

Catalogue Mailed Free 

Wright & Ditson 

344 Washington St, Boston* Mass. 
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CANOPUS 


Four northern girls w T erc looking 
out of a south window in Cloverleaf 
Tuesday night and they were priv¬ 
ileged to see a star which does not 
apear in the north; namely Canopus. 

For a long time these girls watched 
this large and beautiful star w T hich 
flashed like a diamond, or shone like an 
opal. Every second showing a different 
color than the preceeding one. It was 
like a lighthouse in the sky with its 
signal flashing regulary, red, blue 
orange, yellow, purple and green* 
Then back and over again. The 
scientific reason for this constant 
change being that the star hangs very 
near to the horizon and the action of the 
air down low results in these beauti¬ 
ful variations. 

Next to Sirius, Canopus is the 
brightest star in the heavens. It is 
of the solar type; that is, yellow and 
white* It is at least three hundred 
light years away, which means that 
the light those four girls saw gleam¬ 
ing from that star Tuesday night had 
left it three hundred years ago. 

To see this star one must look for 
it between the hours of ten p. m. and 
one a. m. It appears only a very 
short distance above the horizon, 

Canopus is brighter intrinsdally 
than 22,000 of our suns. 
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LYRIC THEATRE 


For an Hours Amusement 


Special Feature 
Once A Week 
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VICKS MILLINERY 
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PARLORS 
Schultz Building 
Nothing But the Best 


Allen & Company 
Jewelers 

ORLANDO, FLORIDA 

We are prepared to give you ex¬ 
ceptional bargains in dainty, hand 
painted china ware, beautiful cut glass 
and silverware* 

WALTHAM AND ELGIN 
WATCHES 
A SPECIALTY 

Call and see us about that Christmas 
present, and let us do your jewelry 
repairing. 


W4W 


ESTES’ PHARMACY 

"THE DRUG STORE ON THE CORNER 1 ’ 

ORLANDO, — — FLORIDA 


In the Laundry 

Said Ellen to Edna, "I feel jes' fine 
now, 

An', I’m never again goin' to fail." 
Said Edna to Ellen, “You're looking 
right well. 

Excepting your face is quite pale*” 


Christmas Vacation 
“I've turned highwayman," remark¬ 
ed a Cloverleaf sofa* 

“How's that?" asked the rocking 
chair, 

“I held up a couple last night." 


Lake—“I bet I can give you a ques¬ 
tion you can't answer by “yes" or 
“no." 

Wagner—“All right, go ahead." 

Lake—“Well, will you tell me 
whether, in your own opinion, you're 
as big a simp as you look?" 


IDEAL 

FERTILIZERS 


Make 


Ideal Groves and Gardens 


WILSON & T00MER FERTILIZER CO. 

Manufacturers 


JACKSONVILLE 


FLORIDA 


Subscribe for the Sand Spur, $1 a year 


******** + ** 4 -* 
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DR. ALLEN’S VISIT POSTPONED 


As our friend, Dr* Julia Alien, has 
succumbed to the grippe fiend, we re¬ 
gret that we shall have to postpone 
our pleasure at seeing her to a little 
later date. Dr* Allen is in hospital 
at Philadelphia* We hear that she 
is getting better and we wish her a 
speedy and complete recovery* 


MY AUTO, ’T1S FOR THEE 


“My auto, 'tis for three, short cut 
to poverty—of thee I chant* I blew 
a pile of dough on you two years 
ago, and now you refuse to go, or 
won't, or can’t* Through town and 
country-side, you were my joy and 
pride ] a happy day, I loved thy 
gaudy hue, thy nice white tire so new, 
but now you’re down and through in 
every way* To thee, old rattle box, 
came many bumps and knocks; for 
theel grieve* Badly thy top is torn, 
frayed are they seats and worn; a 
whooping cough affects thy horn, I do 
believe. Thy perfume swells the 
breeze, while good folks choke and 
wheeze, as we go by. I paid for thee 
a price, ’twould buy a mansion twice 
— now all are peddling icfr—I won¬ 
der why? Thy motor has the grip, 
thy spark plug has the pip, and woe 
is thine* I, too, have suffered chills, 
ague and kindred ills, endeavering to 
pay my bills, since thou wert mine* 
Gone is my bank roll now, no more 
*twould shake a cow, as once before* 
Yet if I had the mon, so help me 
John—Amen, I’d buy a car again, and 
and spend some more,”—Ex* 


Charles—“I lost my head complete¬ 
ly in that exam*” 

Prof, Palmer—"That ought to have 
some effect on the ivory market*” 


Noxon—"Hey, get off the grass!” 
Chewning—"What for?” 

Noxon—"Why, you’ll dull the 

blades,” 
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All Kinds of Job and Book 4* 
4 s * 

4* Work Neatly and Carefully * 

* Done* 4* 

4* * 

4 4 * 

4* 4 

4* 4* 
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W* A* REYNOLDS 


Could She Vote? 

Mrs* E* B* P* F. (in sociology)— 
"That is my humble opinion in the 
matter and I think I’m right too*” 


4* 

4* + 

4* Magazines and Newspapers 4- 


of All Publishers 


ROLLINS COLLEGE 


4* 

4* 


4 Winter Park, 


4* 

Florida 4 


For 

Athletic Goods 
Bicycles 


Canoes 

See "GYM GREENE 
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.+ + 

* Read The + 

+ * 

* WINTER PARK POST * 

* + 

* FOR + 

* + 

+ WTNTER PARK NEWS + 

* + 

*************** 


The Horace 
Partridge Company 


Salesrooms 75 Hawley Street 
BOSTON MASS 


Manufacturers of high-class 
ATHLETIC GOODS 
Outfitters to the Leading Col¬ 
leges, Academies, Preparatory 
and High Schools. Deal direct 
with the manufacturer thereby 
eliminating the middleman’s 
profit. Material saving guaran¬ 
teed. 
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This Space Reserved For 


CURTIS & O’NEAL 


BOOK STORE 


Prof* E* S* P.—"So you would rath¬ 
er be home sick than here and home¬ 
sick* 


Saturday Night at Cloverleaf 
Genius, says good authority, 

Is the power to take a hint* 

At nine thirty we’re so rich in 
geniuses 

That we think we'll start a mint. 
For just look at Mrs* Ferguson 
Shake hands. Then comes the sprint. 
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Prof, Pope and Charles should have 
gone on that hunting expedition with 
Dana* 

Why? 

Because it was a hair raising epi¬ 
sode* 


In the Dining Hall 
Randy—“What kind of soup is 
this?” 

Waiter—"It’s bean soup.” 

Randy—"I don’t care what it’s 

been. What is it now?” 


Mary—"When I was going home 
yesterday afternoon on the train, the 
conductor looked at me as though I 
hadn't paid my fare.” 

Verga—"Well, what did you do? 

Mary—"I looked at him as though 
I had.” 


******.1,4.*** 
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4* YOUNG’S REPAIR SHOP 4 

4* 4* 

4* Bicycles and Sundries 4* 

4 4 

4* The Home of the 4 

4* 4 

4* “DIXIE BICYCLE 4 

4 . 4* 

4* We Sell Them on Eeasy 4* 
4 Terms 4 

4* 4* 

4* 29, East Pine Street 4* 

4> 4* 

* ORLANDO, — FLORIDA * 
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Don’t Fail to Attend our 


HOWARD 

If its first-class Photos 
you want 

HOWARD’S 

STUDIO 


McElroy’s 

Pharmacy 


HEADQUARTERS FOR ROLLINS’ 
STUDENTS 


JANUARY 


CLEARANCE SALE 





Orlando’s Favorite Shopping Place 


Orlando, Florida 
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[/ ROLLINS HYMN 

{Tune: The March of the Men of 
Harlech) 

Sons and daughters of Old Rollins! 
Proud we bear those titles ever! 
Side by side, retreating never, 

Face we every fate! 

Hearts and voices lifted! 

Faith and hope unrifted! 

Through the years we bear her ban¬ 
ner. 

Loyal to Rollins, Alma Mater; 

By our lives her honored glory 
Growing fair and great! 

Royal hues her banner blazon, 

Royal purple warmly glowing, 

Royal gold the letters showing 
Forth her cherished name! 

Royal love we bear her! 

Gold the faith we swear her! 
Brother and sister, never swerving, 
Live we our faith, our fefllows serving, 
Taught by Rollins, Alma Mater,— 
Cherish we her fame! 

^ —Erik Schjoth Palmer. 

RECEPTION FOR MR, RANOUS 


Thursday evening Dr. and Mrs, C. 
E. Switzer entertained at a reception 
given in honor of their guest Mr, A, 
H. Ranous of Chicago, Three hun¬ 
dred invitations were issued and more 
than two hundred attended, among 
the number being several members of 
the college faculty. During the ev¬ 
ening an elaborate course of refresh¬ 
ments was enjoyed, Mr. Ranous con¬ 
tributed to the pleasure of the occa 
sion by singing a number of selec¬ 
tions. 


The weekly meeting of the Y. W, 
C. A,, with Winifred Hanchett as 
leader, was held in Cloverleaf Tues¬ 
day evening. After the devotional 
service Mrs. W, R, O'Neal of Orlando, 
addressed the meeting, taking as her 
subject, “Things Worth While.” 
Among some of the worth while 
things which Mrs. Q*Neal mentioned 
were good manners, consideration for 
others in conversation, and enthu¬ 
siasm. This address was helpful and 
inspiring to all who were present. 


Sadie Pellerin entertained a number 
of her friends at the Lyric Theatre 
last Saturday evening. The party 
consisted of Rose Powers, Margaret 
Rogers, Marion Pierson and Sadie 
Pellerin, Miss Bellows and Miss Den¬ 
ison acting as chaperones. Refresh¬ 
ments were postponed until the fol¬ 
lowing evening because of an unfor- 
seen accident. 


Leon Demurest Lewis entertained a 
number of his friends at the Lyric 
Theatre last Saturday evening. The 
party afterwards went to Chase Hall 
where a two-course supper was serv¬ 
ed, Mr. Lewis being assisted by A, 
Randolph Lake. Covers were laid for 
four: Melvin Ralph Wagner, Alfred 
Jackson Hanna, Leon Demurest Lewis 
and A. Randolph Lake. 


l/DOBBIN IN THE LIMELIGHT 

A most thrilling incident took place 
upon the campus Wednesday after¬ 
noon just before five o'clock. “Dob¬ 
bin,” the faithful, old, campus, draft 
horse was being penned for the night 
when Mr. Dancy turned his back for 
Just a moment leaving the corralf 
gate ajar, trusting to the meekness 
and horse sense of the beast to keep 
himself within bounds. Old Dobbin 
seems to have had a different version 
(or vision) of the situation, likely 
thinking the time and opportunity had 
arrived for him to make a big stir 
on the campus, attract attention to 
his gracefulness and fieetness and 
perhaps get his name in the head¬ 
lines. With a good display of ar¬ 
rogance he nosed the gate wide open 
and defiantly whisked past his keep¬ 
er. Dobbin summoned all his dormant 
innate, horse pride, arched his neck, 
threw his ears aft, and sallied forth 
with the enthusiasm of a fine horse, 
showing a clean pair of heels to an 
engaged and hotly persuing master. 
But he came upon the greene of the 
campus, around the corner of the din¬ 
ing hall, running swiftly back of 
Chase hall and steamed forth with 
widely dilated nostrils and carefully 
lifted forward feet seeming to con¬ 
tend with our physical director for 
Marathon honors. At full speed 
Dobbin darted through the oaks at 
the hack of Lakeside and gallantly 
made a wide circling promenade 
about Cloverleaf, Not content with 
his incompleted tour of the grounds 
he directed his course out across the 
campus, encircling Carnegie Library 
with his tracks in the sand. The old 
horse then cantered buoyantly back 
to the stable and into his stall, he 
patiently awaited the return of his 
keeper feeling himself worthy of an 
extra large measure of oats. 

For those who are not familiar with 
Dobbin it might be added that this 
is one of his semi-annual demonstra¬ 
tions which he never fails to make. 
These excursions occur only in a season 
of extra fine spirit and only at such a 
time as he is entirely unimpeded by 
wagon, mower or even harness and 
halter. 


PREPARE FOR 


(I 


THE AUTUMN Of LIFE ” 


BY SAVING A DEFINITE 
AMOUNT EACH WEEK. WE 

HAVE_SEVERA L PL ANS. 

LET US EXPLAIN THEM. 


The Peoples National Bank 

“It Is A Pleasure To Serve You” 


There Is Nothing Nicer For Dessert 

For a few of your friends than a brick of pure ice cream. 
We give special attention to Banquets, Wedding's and 
Parties, We have individual forms for all occasions. 

Hand Ice Cream Company 

ORLANDO, — — FLORIDA 


YOWELL-DUCKWORTH CO. 

“Orlando’ Largest Store” 
Quality Did It 

YOU HAVE NOT SEEN IT ALL UNTIL YOU HAVE 
SEEN US. 


P. DALE & COMPANY 

; I DRY GOODS AND NOTIONS 

; ; THE BEST STOCK AND THE BEST PRICES 

? ..« . . 


Rollins Sandspur Mailed toyear. Subscribe now and get in 
any address in U. S. for $1.00 a the procession. 
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THE ROLLINS SANDSPUR 


Saturday, January 15, 1! 



PLAYING A FEATURE 
EVERY DAY 

( ’hildren lOc. ^VH-ul+s 15c. 



5 cents 


"THE BIG SHOW WITH THE 
LITTL PRICES 


lO cent 


SPURS 


PASSING IT ON 


The College Professor 

Such rawness in a student is a shame, 

But lack of preparation is to blame. 

The High School Principal 

Good heav ? ns what crudity! The 
boy’s a fool. 

The fault of course, is with the gram¬ 
mar school. 

The Grammar Principal 

Poor kindergarden blockhead. And 
they cal! 

That preparation! Worse than none at 
all. 

The Kindergarden Teacher 

Never such lack of training did I see. 

What sort of person can the mother 
be? 

The Mother 

You stupid child! But then you’re not 
to blame. 

Your father’s family are all the 
same”—Ex. 


The editors-in-chief of the Sand- 
spur have a meeting every Monday 
at 3:00 p, m. and every fifteen min¬ 
utes on week days:— 

Here's to love and unity 
Geraldine Clark and Opportunity. 


Wonder how many people waded in 
Leon’s syrup puddle? 


Ballard—“If the Kaiser, the Grown 
Prince and the King of the Belgians 
were in a street car, what would be 
the number of the car?” 

Vivian—“I don’t know. What would 
it be?” 

Ballard—“Two hate one.” 
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Has Not Only the Largest 

4 * 

4* 



4* 

4* 

Circulation of 
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Maintains One of the Best 
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Your Pointing. 
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L. C. Massey T, P. Warlow 

4* 

4 

Law Offices of 


4 

* 

MASSEY & WARLOW 


4 

4* 

Watkins Building 
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4* 

ORLANDO, FLA. 
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DR. ALTON B. WHITMAN 

4 

4 

Dentist 
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Watkins Building 
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ORLANDO, FLA. 
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Watch For Announcement 
in This Space Soon 


BANK WITH 


The Bank of Winter Park 

AND WATCH YOUR SAVINGS GROW 


Hard Times 

Sandy, a thrifty Scot, about to go 
away for a few weeks: “And, Marget, 
din’na forget to hae wee Donald tak’ 
off his glasses when he’s nae lookin’ 
at anything,”—Ex. 
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J. EGBERT TUCKER 
Magazine Specialist. Let me 
write your Prescription. Cos¬ 
mopolitan, Good Housekeeping 
Harpers’ Bazaar, Motorboat¬ 
ing, Motor. 

MAITLAND, FLA. 

4* 4* 4* 4* 4* 4 4* 4* 4* 
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Felt Pennants and Velvet Pillow Covers of Handsome 
Designs and ROLLINS' Colors__40c to $1.75 


s 
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The Arcade Book and Music Store 
ORLANDO, 


FLORIDA 


This is the day of opportunity 
—subscribe for the Rollins 
i Weekly Sandspur and be a 
Booster! 


In Gym 

Lewis—“Where are you going?” 
Huntsman—“To Fish Hook.” 
Lewis—“ Wher’s that ? ” 

Huntsman—“At the end of the 
line.” 


Sadie Needs Specs 
Sadie needs specs, or we wonder 
what the girls have at Clover leaf 
spreads. One night after a spread, 
Sadie was trying to fill her glass with 
water, and wondered why it wouldn’t 
fill Q. E. D. The glass was upside 
down. 


V. BAYLARIAN, TAILORING 

And the Best Sanitary System of Pressing. We Guarantee to never 
Scorch Your Clothes. Have You Tried Us? If not come and give 
us a Trial. Phone 78—Corner Court and Church Street. 


HMH 


Gas For Heating And Cooking 
Distilled Water Ice 

ORLANDO WATER & LIGHT COMPANY 

Pure Soft Water 

Electricity For Lighting And Power 
Orlando, Florida 


FINLEY’S PIONEER PAINT & WALL PAPER STORE 


Largest and Best Stock in Southern Florida. Contractors for Painting and Decorati 

CORNER COURT AND PINE STREET, ORLANDO, FLA. 








































































